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Tavistock  Urban  District  Council. 

Report  of  the 

Medical  Officer  of  Health. 


To  the  Chairman  and  Members  of  the  Urban  District  Council. 

Mr.  Chairman,  and  Gentlemen, 

Since  my  last  report  the  onus  of  administration  of  the  Properties 
recently  acquired  under  the  “  Tavistock  Urban  District  Council  Act,’^ 
1912,  has  devolved  on  this  Council  ;  and  that  too  during  its  last  year  of 
office. 

A.  Natural  and  Social  conditions  of  the  District. 

Physical  The  Urban  District  of  Tavistock  lies  in  the  valley  of  the  River 
Features.  Tavy  at  approximately  Lat.  50°  33'  N..  Long.  9'  W. 

Though  comprising  an  area  of  only  1,621  acres,  the  altitude 
varies  between  228ft.  at  Plymouth  Road  and  546ft.  at  Hurdwick  Road. 

One-fifth  of  the  District  is  Urban,  and  four-fifths  Rural  in  character. 
The  bulk  of  the  former  lies  along  the  northern  bank  of  the  river,  with  a 
branch  along  a  subsidiary  valley  to  the  north.  The  surface  is  hilly  with  a 
general  fall  towards  the  river.  The  nature  of  the  ground  varies  somewhat. 
In  the  higher  portions,  hard  rock,  shale  or  freestone  being  reached  within 
a  lew  feet  of  the  surface  ;  it  is  fissurc-d,  and  water  is  met  at  comparatively 
slight  depths.  In  the  lower  lying  portions  along  the  valley,  sand,  gravel, 
and  small  boulders,  interspersed  with  beds  of  loamy  earth  and  weak  clay 
overlaying  rock  and  shale,  with  resulting  subsoil  water.  I  conceive  that 
sanitary  principles  would  have  been  better  met  had  the  town  been  directly 
across,  instead  of  along  the  river. 

Social  The  leisured  classes  are  represented  largely  by  retired  Army, 
Conditions.  Navy,  and  Home  and  Colonial  Civil  Officials,  Professional 
Men,  and  retired  Tradesmen,  occupying  detached  and  semi¬ 
detached  villa  residences.  There  are  a  few  small  country  seats  in  the 
district.  The  tradesmen  of  the  town  appear  to  be  somewhat  in  excess 
owing  to  the  fact  that  as  a  market  town  trade  formerly  had  the  advan¬ 
tage  of  a  surrounding  active  mining  population.  The  working  classes, 
owing  to  the  decay  of  the  mining  industry  in  the  district,  number  a  some¬ 
what  undue  proportion  of  individuals  under  20  and  over  70  years  of  age. 
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In  -as-much-as  the  town  has  heretofore  been  almost  entirely  the  pro¬ 
perty  of  one  large  estate  owner,  who  (by  Act  of  Parliament  in  the  case  of 
those  properties  of  a  more  or  less  public  nature,  and  by  public  auction  or 
otherwise,  in  the  case  of  the  remainder)  recently  disposed  of  almost  the 
whole  of  his  Tavistock  Estates,  there  exists  at  present  an  expectant  attitude 
as  regards  public  health  and  finance. 

The  approximate  amount  of  Poor  Law  relief  during  the  period 
under  review  is  as  follows,  viz  Indoor,  32  males  ;  28  females  ;  16  children  ; 
total  76,  at  a  cost  of  about  £460  ;  Out-door,  10  males  ;  25  females  ;  18 
children  ;  total  53,  at  a  cost  of  about  £221/19/8. 

There  were  153  Old  Age  Pensioners  in  the  District. 

Of  other  Charities  : — 

Ford  Street,  4  almshouses,  each  containing  4  apartments,  each  apart¬ 
ment  for  the  accommodation  of  one  person. 

Maynard  Charity,  i  house,  4  sets  of  apartments  each  for  one  small 

family. 

Browne  Memorial  Almshouses  now  in  process  of  erection,  a  bequest 
of  £to,ooo. 

Courtenay  Charity,  apartments  for  four  poor  widows.  (N.B — This 

Charity  has  been  discontinued.) 

Watts  and  Ford  Street  Charity,  doles  of  10/-  upwards  each  year 
amounting  to  about  £300. 

There  is  also  a  Cottage  Hospital  in  the  District. 

B.  Sanitary  Circumstances  of  the  District. 

Water  The  source  of  the  main  water  supply  is  intermittent  springs,  and 
Supply,  subsoil  water  gathered  in  the  Wallabrook  and  Sandypark  valleys 
from  large  drainage  areas.  The  water  is  collected  by  means  of 
subsoil  land  drains.  Distribution  is,  except  in  the  case  of  that  to  the 
Whitchurch  reservoir,  by  gravitation,  the  main  varying  in  size  from  loin. 
to  3in.  A  storage  of  about  440,000  gals,  is  provided  for  by  three  reservoirs  ; 
the  largest  with  a  capacity  of  290,000  gals,  being  on  the  main  Kilworthy 
service  and  acting  principally  as  a  balancing  tank.  The  quality  is  good, 
and  the  quantity  sufficient  for  the  present  requirements  of  the  town.  At 
any  subsequent  period  should  the  demand  exceed  the  present  supply,  it 
would  be  possible  by  damming  across  the  lower  part  of  the  valley  and 
constructing  a  reservoir  above,  to  indefinitely  increase  the  supply  and 
make  it  patent.  The  houses  in  the  district  not  provided  with  the  town 
supply  are  few,  viz  :  25  provided  from  ii  wells,  and  5  from  springs.  The 
mains  are  liable  to  become  considerably  narrowed  in  calibre  from  deposit 
of  iron. 

At  the  recent  “  Arbitration  ”  (vide  minutes  of  Evidence)  the  question 
of  possible  pollution  was  discussed  far  beyonds  the  limits  of  this  Report. 
A  few  facts  were  however,  well  nigh  established,  viz  : — (a)  that  no  cases 
of  water-borne  disease  had  prevailed  in  the  Urban  District  since  the  incep¬ 
tion  of  the  scheme,  (b)  that  it  was  notwithstanding  advisable  to  put  the 
Kilworthy  Cottages  out  of  occupation,  and  (c)  restrict  the  use  of  the  collect¬ 
ing  area.  The  Kilworthy  Cottages  have  now  been  closed,  and  the  gathering 
areas  restricted  to  sheep  pasturage. 
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R  ivers  and  The  effluent  from  the  sewage  disposal  works  is  considerably 
Streams.  above  the  standard  of  purity  permissible  for  discharge  into 
the  river. 

Drainage  and  A  brief  summary  of  the  existing  state  of  things  is  as  fol- 
Sewerage.  lows,  viz  : — the  present  sewage  disposal  works  at 
Crowndale  (a  combination  of  the  bacterial  and  broad 
irrigation  methods)  would  in  themselves  be  adequate  and  satisfactory  for 
the  efficient  treatment  of  the  sewage  proper  of  the  town,  but  excess  of 
other  water  renders  the  effluent  too  dilute  and  in  excess  of  what  the  works 
were  orginally  designed  to  treat. 

The  sewers  on  the  southern  side  of  the  river  are  constructed  on  the 
“  separate  ”  system  of  stoneware  pipes  and  are  on  the  whole  satisfactory. 
The  same  applies  on  the  main  outfall  sewer  in  Crowndale  Road. 

All  the  other  sewers  on  the  northern  side  are  not,  however,  satisfac¬ 
tory.  The  more  recently  laid  ones  are  of  stoneware  pipes,  but  the  older 
ones  are  in  parts  very  defective,  both  as  to  system,  type  and  structural 
condition. 

Closet  This  is  mainly  the  water  carriage  system.  There  are  ii 

Accornrnodat ion.  earth  closets  in  the  district,  all  situated  outside  the  houses,. 

and  with  one  exception  in  the  rural  portion  of  the 
district.  Of  the  water  closets,  1040  are  provided  with  flushing  apparatus 
and  52  are  hand  flushed. 

Scavenging.  The  street  scavenging  and  house  refuse  removal  are  carried 
out  by  direct  labour. 

The  collection  of  house  refuse  is  completed  by  i  o’clock  p.m.  Some 
sections  of  the  town  have  three  collections  per  week,  and  the  remainder, 
with  few  exceptions,  two  collections.  The  refuse  is  deposited  at  a  “  tip,’^ 
where  all  glass,  tins,  etc.,  are  separated  out  as  much  as  possible  from  the 
ordinary  garbage. 

During  the  winter  and  spring  the  farmers  of  the  district  clear  the 
whole  site.  At  other  times  the  rubbish  accumulates,  and  during  these 
times  somewhat  of  a  nuisance  is  caused.  In  this  regard  the  Sanitary 
Committee  has  recently  had  the  question  as  to  the  advantages  of  a  “  refuse 
destructor  ”  under  consideration.  The  method  of  removal  of  house  refuse 
would  be  greatly  facilitated,  and  rendered  much  less  offensive,  by  the  use 
of  a  uniform  prescribed  pattern  of  suitable  house  bin  and  a  covered  cart. 

Sanitary  Inspections  The  details  as  to  this  work  are  furnished  in  the 
of  District.  Sanitary  Inspector’s  tabulated  report. 

Premises  and  Orily  one  such  exists  in  the  district,  viz  : — that  of  the 

Occupations  etc.  “  offensive  trade”  of  tripe  boiler.  It  is  rarely  working 

however,  and  is  never  offensive. 

Schools.  The  town  affords  exceptional  educational  advantages,  including 
among  the  higher  class  Schools,  Kelly  College,  (a  highly  endowed 
institution)  and  the  Grammar  School.  There  are  also  two  Ladies’  Colle¬ 
giate  Schools.  The  County  Council  and  Church  of  England  Schools 
supply  facilities  for  elementary  education. 
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The  sanitary  apparatus  and  fittings  at  the  several  schools  are  in  good 
condition  and  adequate  with  the  exception  of  the  boys’  lavatory  at  the 
Church  of  England  Schools  in  Dolvin  Road.  This,  I  understand,  is  now 
being  replaced. 

The  water  supply  of  all  the  schools  in  the  Urban  District  ii>  the  town 
supply.  The  inspection  of  scholars  in  the  elementary  schools  is  carried  out 
by  School  Medical  Officers  appointed  by  the  County  Council,  v/ith  whom 
the  Urban  Council,  through  their  Medical  Officer  of  Health,  negotiate  the 
prevention  of  the  spread  of  infectious  diseases. 

Food,  (a)  No  cases  of  infectious  diseases  have  been  attributable  to  milk 
contamination. 

Of  the  17  Dairies  which  existed  in  the  early  part  of  the  year,  5 
have  been  closed  and  another  is  shortly  to  be  demolished.  Most  of  them 
are  necessarily  very  small.  With  few  exceptions  they  are  comparatively 
clean  ;  and  though  some  are  also  apparently  used  as  a  larder,  owing  to 
their  diminutiveness,  the  resulting  conditions  are  not  worse  than  what 
exists  in  most  country  seats  where  the  dairy  and  larder  are  generally  com¬ 
bined.  On  the  other  hand,  the  byelaws  in  respect  of  dairies  are  manifestly 
in  most  cases  contravened  as  regards  the  method  of  cleansing  milk  vessels, 
in-as-much-as  there  is  not,  so  far  as  I  know,  a  single  instance  of  steam  under 
pressure  being  used,  and  no  comparatively  adequate  supply  of  clean  boiling 
water.  Empty  vessels  whether  clean  or  used  are  generally  stored  in  the 
dairy. 

Of  the  II  Cowsheds  which  existed  in  the  District  in  the  early  part 
of  the  year,  2  have  been  closed,  and  another  will  be  closed  at  Lady-day 
next.  Of  the  8  remaining,  5  require  complete  reconstruction,  and  the 
owners  of  these  have  been  communicated  with,  and  in  three  instances  have 
promised  to  remedy  the  defects.  In  none  are  the  floors  so  cemented  or 
paved  as  to  render  them  impervious  to  moisture  ;  nor  are  fluids  falling 
on  the  floors  conveyed  by  a  suitable  and  suitably  situated  channel  to  a 
trapped  drain  outside  the  cowshed.  Dung  is  not  kept  in  a  properly 
constructed  receptacle,  properly  situated,  nor  properly  drained.  No  overalls 
are  worn  by  milkers.  There  is  no  proper  systematic  method  of  cleansing 
hands  of  milkers  and  teats  of  cows. 

In  most  the  construction  of  the  sheds  is  bad,  and  the  condition 
dilapidated. 

I  avail  myself  of  this  opportunity  to  again  suggest  the  urgent  need 
of  revising  the  existing  byelaws  respecting  cowsheds  in  so  far  as  defining 
such  terms  as  “  efficient.” 

{b)  As  regards  the  present  slaughterhouses  and  lairs,  I  would  again  draw 
attention  to  the  Local  Government  Board  Memo,  to  the  effect  that  no 
slaughter  house  or  lair  in  connection  therewith  should  be  within  100 
feet  of  any  dwelling.  The  existing  custom  of  making  Sunday  a  rec¬ 
ognised  slaughtering  day,  apart  from  sentiment,  has  the  obvious 
disadvantage  of  facilitating  evasion  of  inspection.  The  method  of 
slaughtering  and  preparing  for  slaughter  leaves  much  to  be  desired 
from  a  humane  aspect. 
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The  Sanitary  Committee  has  recently  made  better  provision  for  the 
storage  and  removal  of  offal,  and  has  had  under  consideration  the  advisability 
of  various  structural  alterations,  such  as  re-laying  of  floors,  and 
re-construction  of  drains  ;  and  a  complete  re-arrangement  of  compartments 
for  slaughtering,  dressing  and  hanging  ;  or  as  an  alternative,  the  abolition 
of  the  present  Slaughter  Houses  as  such,  and  the  erection  of  others  more 
suitable  and  more  suitably  situated.  The  method  of  slaughtering,  too, 
has  given  rise  to  animated  discussion. 

The  Bakehouses,  seven  in  number,  including  one  exceptionally 
fine  factory  bakehouse,  call  for  no  urgent  reform. 

I  am  not  aware  of  any  organised  system  being  in  existence  in  the 
Urban  District  for  carrying  out  the  provisions  of  the  Food  &  Drugs  Acts, 
and  would  urge  on  the  Council  the  advisability  of  approaching  the 
County  Police  Authorities  with  a  view  to  enlisting  their  services  in 
this  matter. 

Housing.  Although  no  Officers  have  been  appointed  under  the  Housing 
(Inspection  of  District)  Regulations,  1910,  in  addition  to  the 
ordinary  Sanitary  work  and  Inspection,  a  number  of  houses  have  received 
special  attention. 


1.  Number  of  houses  inspected  ...  6 

2.  Number  of  houses  considered  unfit  2 

3.  Number  of  representations  made  6 

4.  Closing  orders  ...  ...  2 

5.  Defects  remedied  without  orders  4 

6.  Houses  made  fit  after  closing  orders  o 

7.  General  character  of  defects  : 


(a)  Bad  structural  condition. 

{b)  Insufficient  light  and  air  space  at  rear. 

(c)  Bad  drainage. 

{d)  Bad  closet  accommodation. 

No  case  of  overcrowding  has  been  dealt  with  during  the  year. 

Referring  to  the  Census  Returns  of  1083  inhabited  houses  in  the 
District,  this  considerably  over-estimates  the  actual  accommodation,  since 
tenements  constitute  houses.  945  inhabited  houses  would  be  more 
approximate. 


C.  Sanitary  Administration  of  District. 


1.  The  Staff  consists  of  the  Inspector  of  Nuisances,  who  also  acts 
as  Surveyor,  and  in  other  official  capacities. 

2.  Pending  the  decision  of  the  County  Council  as  to  the  provision 
of  an  Isolation  Hospital  for  the  District,  or  combinations  of  Districts,  the 
question  as  to  the  provision  of  a  Disinfecting  Chamber  has  been  left  in 
abeyance. 


3.  Much  is  to  be  hoped  from  the  administration  of  the  “Tavistock 
Urban  District  Council  Act,  1912.” 

4.  An  exhaustive  Chemical  and  Bacteriological  examination  of 
samples  of  water  were  made  by  Drs.  Thresh  and  Beale  for  the  purposes  of 
“  The  Act.”  Bacteriological  examination  of  specimens  are  conducted  at 
the  County  Public  Health  Department. 
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D.  Prevalence  of,  and  Control  over, 

Acute  Infectious  Diseases. 

The  number  of  cases  notified  under  the  Infectious  Diseases  (Notifi¬ 
cations)  Act,  1889,  was  in  all  14,  viz  : — it  Scarlatina,  1  Cerebro-spinal 
Meningitis,  i  Erysipelas,  i  Enteric  Fever. 


E.  Prevalence  of,  and  Control  over,  Tuberculosis. 

In  all,  10  cases  were  notified  under  the  Public  Health  (Tuberculosis) 
Regulations,  1912,  The  localization  of  the  Disease  in  5  of  these  was  the 
lungs.  3  of  the  entire  number  of  cases  were  notified  from  the  Poor  Law 
Institution,  i  from  the  Tavistock  Cottage  Hospital,  and  i  from  the  Nat¬ 
ional  Children’s  Home  Sanatorium,  Harpenden,  Herts. 


F.  Investigation  of  other  Diseases. 


Of  these.  Rheumatism  is  rather  prevalent,  probably  due  to  the  use 
of  stone  floors  in  cottages,  and  want  of  damp  courses  in  the  walls.  Rickets 
is  also  prevalent,  and  the  Council  has  authorised  the  distribution  of 
pamphlets  on  the  means  to  be  adopted  for  the  prevention  of  same  by 
medical  practitioners  and  nurses  attending  confinements. 

Malignant  Diseases  constitute  a  comparatively  large  percentage  of 
certified  causes  of  death  ;  how  and  in  how  far  such  areas  as  that  known 
as  West  Bridge  Cottages  conduces  to  these  diseases  is  not  determined. 

There  is  also  some  Goitre  in  the  District. 

G.  Means  for  preventing  Mortality 
of  Childbirth  and  in  Infancy. 

Midwives  Act  This  is  now  entirely  conducted  by  the  County  Council.- 
Administration.  The  District  Medical  Officer  of  Health,  who  had 

previously  acted  as  Inspector,  has  been  relieved  of 
the  duty  and  emoluments. 

Prevention  of  The  facts  are  furnished  on  Table  4  appended.  Contributory 
Infant  efforts  are  made  by  the  Medical  Officer  of  Health,  in 
Mortality.  conjunction  with  the  District  Nurse,  as  far  as  possible. 


{Signed  ) 


W.  R.  GRIFFIN, 

Medical  Officer  of  Health. 
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To  Dr.  W.  R.  Griffin^  Medical  Officer  of  Health. 

Sir, 


I  beg  to  submit  my  Annual  Inspector’s  Report  for  the  twelve 
months  ended  December  31st,  1913. 

Inspections.  The  heavy  and  continuous  work,  consequent  upon  the 
transfer  of  the  Waterworks,  Markets,  and  Public  Properties 
from  His  Grace  the  Duke  of  Bedford  to  the  Urban  Council,  together  with 
the  inspections  of  a  number  of  sanitary  improvement  works  to  private 
property,  has  rendered  Systematic  or  House  to  House  Inspection  impossible. 


The  number  of  Inspections  made  to  the  several  classes  of  property 
total  790,  made  up  of 
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539 

10 
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visits  to  165  houses  and  works  in  progress. 
„  „  7  bakehouses. 

„  „  23  dairies  and  cowsheds. 

,,  5)  4  factories. 

„  „  32  workshops. 

,,  „  4  schools. 

,,  ,,  slaughter-houses 

„  „  49  premises. 


Notices.  Letters  or  personal  requests  for  the  abatement  of  nuisances  have 
invariably  met  with  a  ready  response.  Eleven  preliminary 
notices  have  been  served  by  instructions  of  the  Sanitary  Committee  and 
in  eight  cases  the  works  required,  carried  out  before  December  31st.  Two 
have  been  complied  with  since  the  close  of  the  year,  and  in  the  outstanding 
case  a  Statutory  Notice  has  been  served. 


Sanitary  Work. 


The  chief  sanitary  improvements  effected  are  : — 


New  drainage  systems  connected  to  sewers  ...  ...  2 

Systems  connected  to  new  sewers  ...  ...  ...  17 

Drainage  systems  relaid  complete  ...  ...  ...  19 

Systems  in  addition  to  17  above  mentioned,  repaired 

and  relaid  in  part. 

New  water  closets  provided  complete  with  soil  &  vent  pipes  5 
New  water  closets  built  for  existing  houses  ...  6 


Water  closets  repaired  and  provided  with  new  pans 

flushing  apparatus  &c. 

Privy  converted  into  earth  closet 
„  „  „  water  closet 

Cesspits  abolised 
Houses  closed 


2 

23 

I 

1 
6 

2 


Disinfection.  In  accordance  with  instructions  and  by  request  the  infected 
rooms  of  eighteen  houses  together  with  their  contents  have 
and  fumigated.  Two  schools  have  been  thoroughly  disin- 


been  sprayed 
fected. 


Housing  The  accommodation  available  for  the  working  classes, 

Accommodation,  remained  stationary,  two  six  roomed  houses  have  been 

erected,  and  two  closed  under  notice  served  in  1912. 
Eight  houses  of  two  rooms,  and  four  of  six  rooms  with  offices,  lavatories 
are  nearly  completed  and  will  be  ready  for  occupation  in  a  few  months. 
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The  chief  sanitary  improvements  included  in  the  list  of  general 
sanitary  work,  applicable  to  this  class  of  property  are 


New  Drainage  system  relaid  ...  ...  4 

Systems  repaired  and  relaid  in  part  ...  ...  18 

New  water  closet  built  complete  ...  ...  4 

New  pans  and  flushing  apparatus  ...  ...  17 

Privy  converted  into  earth  closet  ...  ...  i 

Cesspits  abolished  ...  ...  ...  ...  6 

Houses  closed  ...  ...  ...  ...  ...  2 


Davies  Sixteen  inspections  have  been  made  to  twelve  dairies  and 
and  Cowsheds,  milkshops,  five  have  been  closed  during  the  year,  and 

another  is  shortly  to  be  demolished. 

Fifteen  visits  have  been  made  to  eleven  cowsheds,  two  have  been 
closed  during  the  year,  and  another  will  be  closed  at  Lady-Day,  of  the  re¬ 
mainder,  five  are  poor  and  require  reconstruction,  and  four  paving  and 
drainage  improvement*. 


Bakehouses.  Ten  visits  have  been  paid  to  the  seven  retail  and  one  factory 
bakehouse,  all  have  been  found  kept  in  a  cleanly  state. 


Factory  Six  visits  have  been  made  to  four  factories  and  forty-five 
and  Workshops,  to  thirty-two  workshops.  In  four  cases  the  cleansing 

and  lime  washing  of  the  premises  was  ordered,  and  in  five 
cases  the  sanitary  accommodation  has  been  found  defective,  one  water 
closet  has  been  erected  and  one  repaired,  of  the  remaining  three,  one,  a 
case  reported  on  by  the  Factory  Inspector  is  in  hand  and  a  water  closet 
will  shortly  replace  an  earth  closet. 

Slaughter  The  slaughter  houses  have  been  regularly  inspected,  and  the 
Houses.  premises  maintained  in  a  cleanly  condition.  The  drainage 
and  paving  of  several  compartments  is  defective. 

The  Properties  Committee  have  the  whole  matter  under  considera¬ 
tion  and  have  given  instructions  for  alternative  plans  and  estimates  to  be 
prepared  for  (i)  new  slaughter  houses,  2  reconstruction  of  existing  premises. 

The  removal  of  the  offal  and  garbage  has  been  carried  out  by  the 
Council  Staff,  thus  abating  what  had  been,  especially  in  hot  weather,  a 
continual  nuisance. 

One  seizure  was  made  during  the  year,  a  pig  carcase  affected  with- 
Tuberculosis,  seized  on  May  2nd. 

House  The  collection  and  disposal  of  the  town  refuse,  has  been  carried 
Refuse  on  without  complaint  of  nuisance  at  the  tip,  in  a  large  measure 
Removal,  due  to  the  constant  removal  of  the  debris  by  the  farmers  of  the 
district. 

Sewerage  and  Three  lengths  of  sewer  have  been  laid,  105  yards  in 

Sewage  Disposal.  Garden  Lane  of  6  inch  stoneware  pipe  to  replace 

a  defective  and  choked  masonry  sewer,  48  yards  bin.. 
Church  Lane,  and  a  91  yard  extension  in  Ford  Street,  to  connect  up  the 
drainage  system  of  the  Browne  Memorial  Houses. 

The  Disposal  Works  at  Crowndale  have  been  regularly  inspected 
and  every  possible  care  taken  to  maintain  a  good  effluent. 


9 


Public  Lavatories.  Plans  for  a  new  Public  Lavatory  have  been  prepared, 

but  their  consideration  has  been  deferred. 

Water  Supply.  Four  New  connections  have  been  made  for  houses  in 

the  Urban  District  and  three  in  the  parish  of  Whitchurch, 
a  4  inch  main  extension  of  204  yards  has  been  laid  along  the  Whit¬ 
church  Road. 

It  is  proposed,  to  relay  and  link  up  in  4  inch  pipes,  amain  in  Watts 
Road,  and  to  make  a  3  inch  extension  in  Launceston  Road  to  supply  eight 
houses,  to  take  over  the  existing  mains,  connect  up  and  supply  Whitchurch 
Village  and  to  also  lay  on  a  supply  from  the  Down  Resevoir  to  seven 
houses  in  Whitchurch. 


{Signed)  F.  GAMBLE, 


Sanitary  Inspecor. 
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Isolation  Hospital  or  Hospitals,  Sanatoria,  etc., — Nil. 


TABLE  III.  Cases  of,  and  Ages  at  Death  during  the  Year  1913. 


Nett  Deaths  at  the  subjoined  ages  of  “  Residents  ” 
whether  occuring  within  or  without  the  District 

whether 

its  ”  or 

ents  ”  in 

3  in  the 

zi 

Causes  of  Death 

All  Ages 

Under  i  year 

I  &  under 

2  years 

5  &  under 

15  years 

15  &  under 

25  years 

OJ 

VO 
VO  ^ 

ft 

u 

V  ^ 

3  OJ 

^  VO 
lOvO 

65  and 

upwards 

Total  Deaths 

of  “  Resider 

“  Non-  Resid 

Institution! 

Distrii 

All  cases  Certified 

60 

6 

I 

i 

I 

5 

12 

34 

22 

Influenza 

I 

»  •  • 

.  .  . 

.  •  . 

•  »  • 

>  . 

.  >  • 

T 

Phthisis  (Pulmonary  Tuberculosis) 

2 

... 

... 

... 

I 

I 

... 

I 

Other  Tuberculous  Diseases 

I 

... 

I 

2 

Cancer,  Malignant  disease 

9 

... 

... 

... 

... 

2 

7 

2 

Meningitis 

I 

... 

... 

I 

... 

I 

Cerebro-spinal  Meningitis 

I 

I 

... 

... 

... 

... 

Organic  Heart  Disease 

7 

I 

I 

5 

2 

Bronchitis 

2 

I 

I 

Pneumonia  (all  Forms) 

4 

... 

I 

I 

2 

Diarrhoea  and  Enteritis 

2 

I 

... 

1 

I 

Appendicitis  and  Typhlitis 

I 

I 

Cirrhosis  of  Liver. 

3 

3 

... 

I 

Nephritis  and  Bright  Disease 

1 

... 

... 

... 

... 

I 

Congenital  Debility  and  Malformation,  including 
Premature  Birth 

2 

2 

I 

Violent  Deaths,  excluding  Suicide 

... 

2 

Other  Defined  Diseases 

12 

I 

\ 

I 

4 

5 

4 

Diseases  ill-defined  or  unknown 

1 1 

... 

... 

II 

5 

Totals 

60 

6 

I 

I 

I 

5 

12 

34 

22 

N.B. — Under  the  heading  of  “  Other  Dehned  Diseases  ”  is  comprised  a  Total  of  Diabetes  2., 
Osteo-myelitis  i.,  Pernicious  Anaemia  2.,  Hemiplegia  i.,  Cerebral  Haemorrhage  3., 
Epliepsy  I.,  Intestinal  Obstruction  i.,  Hypertrophy  of  Prostate  2.,  Congenital  Syphilis  i., 
Myelitis  i. 

N.B. — Under  the  heading  of  “  Ill  Defined  or  Unknown”  is  comprised  a  Total  of  Senile  Decay  14. 


TABLE  IV. 


Infant  Mortality,  ist  April  to  3Tst  Dec.  1913 — Nett  Deaths 
from  stated  causes  at  various  Ages  under  i  Year  of  Age. 


Causes  of  Death 

1-2  weeks 

Total  under 

4  weeks 

4  weeks  &  under 

3  months 

3  months  &  under 

6  months 

6  months  &  under 

9  months 

9  months  &  under 

12  months 

Total  Deaths 

under  i  year 

All  causes — Certified 

I 

I 

2 

I 

I 

I 

6 

Meningitis  {not  Tuberculous) 

*  •  • 

a  •  • 

•  •  • 

•  • 

I 

•  •  « 

I 

Bronchitis 

•  ■  • 

•  •  • 

I 

•  •  • 

•  •  • 

«  •  • 

I 

Diarrhoea 

«  •  • 

•  •  • 

*  •  • 

•  •  • 

•  •  • 

I 

I 

Syphilis  ... 

Atrophy,  Debility  and 

.  .  . 

I 

•  •  • 

I 

Marasmus 

I 

I 

•  •  t 

I 

•  »  • 

«  •  • 

2 

Totals 

I 

I 

2 

I 

I 

I 

6 

Nett  Births  in  the  year — Legitimate,  61,  Illegitimate  5.  Nett  Deaths  in 
the  year — Legitimate  Infants  4,  Illegitiment  Infants  2. 


I.  Inspection  of  Factories,  Workshops,  and  Workplaces. 

Including  Inspections  made  by  Sanitary  Inspectors  or  Inspectors  of  Nuisances. 


.  Premises 

Number  of 
Inspections 

Number  of 
Written  Notices 

Factories — including  Factory  Laundries 

6 

I 

Workshops — including  Workshop  Laundries 
Workplaces 

45 

51 

I 

II.  Defects  found  in  Factories,  Workshops,  and  Workplaces. 


Particulars 

Number  of  De¬ 
fects  found 

Number  of  De¬ 
fects  Remedied 

Want  of  Cleanliness 

c-  •  A  j  (  insufficient  . 

Sanitary  Accommodation  <  i  1  j  r 

(  unsuitable  or  defective 

Total 

4 

3 

2 

4 

I 

I 

9 

6 

III.  Home  Work. 

Under  this  heading  no  lists  have  been  furnished. 

IV.  Registered  Workshops. 

Workshops  on  the  Register  at  the  end  of  the  year. 

Number 

Bakehouses 

6 

Smiths 

4 

Plumbers 

5 

Cycle,  Motor  Repairers 

2 

Wheelwrights 

3 

Shoemakers 

4 

Saddlers 

3 

Carpenters,  Painters 

5 

Stonemasons 

3 

Printers 

I 

Tailors 

4 

Dressmakers 

8 

Milliners 

2 

Total 

*  •  • 

50 

V. 


Other  Matters. 


Class 

Action  taken  in  matters  referred  by  H.  M. 
Inspector  as  remediable  under  the 
Health  Acts,  but  not  under  the  Fac¬ 
tory  and  Workshop  Act  (s.  5.) 


Number 

Notified  by  H.M.  Inspector  1 


